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The  USEPA  is  currently  in  the  process  of 
expanding  chemical  testing  requirements  for 
unregulated  chemicals  through  the  UCMR.  The 
UCMR  is  similar  in  structure  to  the  now- 
completed  Information  Collection  Rule  (ICR). 

However,  the  UCMR  covers  many 
more  chemicals  and  most  water 
supplies  in  the  state  will  be  required 
to  participate.  The  USEPA  instituted 
the  UCMR  to  monitor  chemicals  that 
are  probable  drinking  water  contami- 
nants. The  information  gathered  by  the  UCMR 
will  be  used  to  set  maximum  contaminant  level 
for  those  chemicals.  The  chemicals  to  be 
included  in  the  UCMR  over  the  next  three  years 
include  the  following  two  lists: 


List  1: 

2 , 4-Dinitrotoluene 
MTBE 
4,4’-DDE 
Acetochlor 
DCPA  degradated 


2 , 6-Dinitrotoluene 

Nitrobenzene 

Perchlorate 

Terbacil 

Molinate 


EPTC 


List  2: 


1 ,2-Diphenylhydrazine 


Disulfoton 


2-Metbylphenol 


Diuron 


2 , 4-Dichloophenol 


Fonofos 


2,4, 6-Trichlorophenol 


Linuron 


Alachlor  ESA 


Prometon 


Diazinon 


Terbufos 


• The  Illinois  EPA  laboratories  are  currently 
certified  by  US  EIPA  to  perform  all  methods 
required  to  analyze  the  chemicals  included 
in  List  1 . 

• The  chemicals  in  List  2 will  require  the  use  of 
newly-developed  USEPA  methods.  The 
Illinois  EPA  laboratories  have  years  of 
experience  developing  and  perfecting  new 
methods  of  analysis. 

• The  data  generated  by  the  UCMR  will  be 
used  to  evaluate  the  presence  of  possible 
contaminants  in  drinking  water.  The  data 
from  the  UCMR  will  help  ensure  that  future 
decision  on  drinking  water  standards  are 
based  on  sound  science. 
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with  their  customers  and  are 

available  to  answer  questions 


In  addition  to  analytical  services  the  Illinois  EPA 
provides: 

| The  correct  number  of  sample  bottles  in  a 
timely  fashion; 

B Automatic  reporting  of  analytical  results 
consistent  with  US  EPA  requirements; 

| Follow-up  sampling  analysis  as  required; 

| Samples  analyzed  with  quality  control  steps 
taken  to  assure  accuracy; 

| Technical  assistance  with  questions  regard- 
ing sampling  and  monitoring; 

| Bottles  for  resamples  at  no  additional  fee; 

H An  expanded  list  of  laboratories 

certified  to  perform  coliform  analyses. 


The  Illinois  EPA  laboratories 
have  qualified  personnel  who 
provide  top  quality  results. 


The  Illinois  EPA  Laboratories  are 
certified  to  analyze  for: 


• Coliforms; 

• Synthetic  Organic  Chemicals  (SOCs); 

• Volatile  Organic  Chemicals  (VOCs); 

• Inorganic  Chemicals  (IOCs); 

• Water  Quality  Parameters; 

• Fluoride;  and 

• Disinfection  Byproducts  including 

Trihalomethanes  (THMs)  and 
Haloacetic  Acids  (HAAs) 


Illinois  EPI  laboratories  are  in  compliance 
with  the  Hational  Environmental  Laboratory 
Accreditation  Program  (NELAP). 


• The  Illinois  EPA  laboratories  have  been  certified  by 
USEPA  to  perform  drinking  water  analyses  for  the 
past  30  years. 

• Recently  the  Illinois  EPA  laboratories  were  audited  by 
a nationally  recognized  NELAC  accrediting  authority. 

• The  Illinois  EPA  laboratories  are  among  the  first 
laboratories  named  as  NELAP  accredited  laboratories. 
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